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HARYANA GOVT GAZ ., JUNE 4, 1985 (JYST. 14, 1907 SAKA ) 


[Part 


POWER DEPARTMENT 


The 28th May , 1985 


No. 2 / 15 /85-1 MI and P. - The Governor of Haryana is pleased to constitute a Committe 
comprising of the following to examine the technical causes of pressurising and backfiring of 60 MW 
Unit - r Boiler furnace at Faridabad Thermal Power Station , resulting into an accident on 20th May 
1985 . 


1. A nomince of Central Electricity Authority 


Chairman 


2. A Senior Operating Engineer from M / s B.H.E.L. 


Member 


Member 


3. A representative of Consulting Engineers for the station 
4. Chief Engineer Thermal, Faridabad 


Member -Secretary 


The functions of the Committee will be as under : 


(i) To examine the technical causes of repeated pressurising of Boiler furnace and back -firing . 
( ii) To check the adequacy of all automotic control interlocks and protections, 
( iii) To identify acts of omissions/commissions of part of the various officers/officials. 
( iv ) To suggest remedial preventive measures to avoid occurrence of such accidents in futuro . 

The Committee should submit its report within a period of one month from the date of notificau 
However, an interim report regarding commissioning of unit may be submitted within four days. 


The 29th May, 1985 


No. 1/ 11/82-1 MI and P. - The Governor of Haryana is pleased to accept the resignation of Shri 
L. R. Suri, Chairman of the Haryana Stato Electricity Board , with effect from the 31st May, 1985 
(A.N.) 


SG .. SUNDARAM , 


Commissioner and Secretary to Government, Haryana , 

Power Department. 


LATE NOTTICATIONS 


